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50-134       Worcester Polytechnic Institute Research Reactor
50-142       UCLA Training Reactor
50-146       Saxton Nuclear Experimental Facility
50-151        Univ, of Illinois Research Reactor
50-155       Big Rock Point Nuclear Plant
50-160       Georgia Institute of Technology Research Reactor
50-163       GA Technologies
50-166       Univ. of Maryland Research Reactor
50-168       Babcock & Wilcox Test Reactor
50-170       National Naval Medical Center
50-186       Univ. of Missouri Research Reactor
50-193       Rhode Island & Providence Plantations AEC
50-199       Manhattan College Research Reactor
50-206       San Onofre Nuclear Station, Unit 1
50-213        Haddam Neck Plant
50-219       Oyster Creek Nuclear Power Plant
50-220        Nine Mile Point Nuclear Station, Unit 1
50-223        Univ, of Lowell Research Reactor
50-224       Univ. of California Research Reactor
50-237        Dresden Nuclear Power Station, Unit 2
50-244       Robert Emrnet Ginna Nuclear Plant, Unit 1
50-245        Millstone Nuclear Power Station, Unit 1
50-247       Indian Point Station, Unit 2
50-249       Dresden Nuclear Power Station, Unit 3
50-250       Turkey Point Plant, Unit 3
50-251        Turkey Point Plant, Unit 4
50-252       Univ. of New Mexico Research Reactor
50-254       Quad-Cities Station, Unit 1
50-255       Palisades Nuclear Plant
50-259       Browns Ferry Nuclear Power Station, Unit 1
50-260       Browns Ferry Nuclear Power Station, Unit 2
50-261       H. B. Robinson Plant, Unit 2
50-262       Brigham Young Univ. Research Reactor
50-263       Monticello Nuclear Generating Plant
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Quad-Cities Station, Unit 2                                     55
Point Beach Nuclear Plant, Unit 1                            57
Fort St. Vrain Nuclear Generating Station                58
Oconee Nuclear Station, Unit 1                               60
Oconee Nuclear Station, Unit 2                               62
Vermont Yankee Nuclear Power Station                   64
Salem Nuclear Generating Station, Unit 1                 66
Diablo Canyon Nuclear Power Plant, Unit 1             67
Georgia Tech Research Reactor                               71
Peach Bottom Atomic Power Station, Unit 2             71
Peach Bottom Atomic Power Station, Unit 3             73
Surry Power Station, Unit 1                                    75
Surry Power Station, Unit 2                                    78
Prairie Island Nuclear Station, Unit 1                       80
Idaho State Univ. Research Reactor                          81
Fort Caihoun Station, Unit 1                                    81
Indian Point Station, Unit 3                                     83
Oconee Nuclear Station, Unit 3                                85
Three Mile Island Nuclear Station, Unit 1                 87
Pilgrim Nuclear Power Station, Unit 1                      93
Michigan State Univ. Research Reactor                    94
Zion Nuclear Power Station, Unit 1                          94
Browns Ferry Nuclear Power Station, Unit 3            97
North Carolina State Univ.
PULSTAR Reactor                                            100
Cooper Nuclear Station                                         100
Point Beach Nuclear Plant, Unit 2                          102
Crystal River Nuclear Plant, Unit 3                        103
Zion Nuclear Power Station, Unit 2                        106
Kewaunee Nuclear Power Plant                              108
Prairie Island Nuclear Station, Unit 2                      110
Maine Yankee Atomic Power Plant                         111
Salem Nuclear Generating Station, Unit 2                114
Rancho Seco Nuclear Generating Station                  115
Arkansas Nuclear One, Unit 1                                118